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PART III 

Education Department 
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ERRATUM NOTIFICATION 

No. NS (1)/16069/2009/DPI. 24th October 2009. 

Ref. —(1) This office Letter dated 18-9-2009. 

(2) Gazette No. 39 dated 6-10-2009. 

As per the Notification published in the Kerala 
Gazette No. 39 dated 6-10-2009, a list of areas were 
published where the Unaided Schools are to be 
recognised in Malabar areas. Further an erratum is issued, 
that in Para 4 of Notification read above, the first line may 
be read as the following areas are to be notified where the 
Unaided Schools are to be opened “instead of the 
following areas notified where the Unaided Schools are to 
be recognised”. 

The Gazette Notification read above stands modified 
to this extent. 

Office of the (Sd.) 

Director of Public Instruction, For Director of Public 
Thiruvananthapuram. Instruction. 


Gaz. No. 46/2009/DTP (Education). 
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SHORT TENDER NOTICE 

No. D4/1023/2009. 30th October 2009. 

Sealed tenders are invited for the following work 
Drilling of a new bore well with an internal diameter of 
6 inches, supply and installation of submersible pump set 
and other electrical and plumbing accessories required to 
operate the same in the premises of Men’s Hostel of 
Government College of Engineering, Kannur. 

The tender should be superscribed No. D4/1023/2009 
and addressed to the Principal, Government College of 
Engineering, P. O. Parassinikkadavu, Kannur-670 563. Last 
date of receipt of tender is on 16-12-2009 at 4 p. m. and 
the tender will be opened at 11 a. m. on 17-12-2009 in the 
presence of such of the tenderers or their authorised 
representatives who may be present at that time. Late 
tenders will not be accepted. 

Intending tenderers may on application to the 
Principal, Government College of Engineering, P. O. 
Parassinikkadavu, Kannur-670 563 obtain the requisite 
tender forms on which tenders should be submitted. 
Application for tender forms should be accompanied by a 
cash remittance of Rs. 450 including VAT, 12.5% which is 
the price fixed for a form/set of forms which is not 
refundable under any circumstances. The tender forms are 
not transferable. Sale of tender forms will be closed 
at 3 p. m. on 16-12-2009. Cheques, Postage Stamps, 
D. D., I. P. O. etc. will not be accepted towards the cost 
of forms, nor will the forms be sent as per V. P. P. 
Duplicate forms, if required will be issued at Rs. 225 
including VAT 12.5% per copy. 

Those who want tender form by post should sent 
an additional amount of Rs. 27 towards the Postal Charge. 
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Nature of Work and Specification of Items 


SI. Description with Quantity 

No. 

1 Drilling of Borewell to accommodate casing pipe of 
Internal diameter not less than 6 inches for various 
strata upto 150 meter below the ground level having 
an average 40 meter over burden in all classes of 
soil and rock 

2 Supply and erection of 6 inch PVC casing pipe with 
ISI mark minimum pressure 6 kgf/cm 2 

3 Submersible Borewell pump, 8 HP, 3 phase, 
H 100 M, Discharge 6 Ips.—1 No. 

4 3 Phase starter with single phasing Preventer— 
1 No. 

5 Delivery pipe 2 inch ISI mark, Minimum pressure 
6 kgf/cm 2 from Borewell to overhead tank— 
300 Meter 

6 G1 pipe 2 inch from bore to ground level—60 Meter 

7 Electrical cable 3 core submersible—100 Meter 

8 Main Switch—1 No. 

9 Plumbing accessories—Required items in required 
numbers 

10 Labour charges—Required amount. 


Government College of Engineering, (Sd.) 

Kannur. Principal. 







